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Mint of the United States at Philadelphia, 
Melting and Refining Department, 


Philadelphia, 
August 4, 1885 


Sir, 


In reply to your request of this date, I respectfully state that the three bars of Silver that 
have disappeared from my Department are marked and numbered as follows: 





























Phila. No. Bar No. Gross Weight Fineness 
7087 8220 668.59 40 998 4 
7093 8226 694 58 40 998 4 
7113 8246 422.20 998 
Very Respectfully 
Jas. C. Booth 
M&R 
Hon. D.M. Fox 
Superintendent 


[Noted in margins: ] 


12/2 Penn. Lead Co. 


1884 





